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ERRATA. 


Page 21.—Fifth line from bottom. Mr, A. P. Fowler should read Mr. A. H. 
Fowler. 


Page 21.—Third line from bottom should read ‘‘ receive the ballots at three 
o'clock.” 


Page 27.—The name of A. A. Jellett should read S. A. Jellett, Secretary, in 
both places ; tenth line from bottom should read ‘I declare the following 
officers duly elected.” 


Page 33.—Twenty-first line from top should read ‘‘would have to put the 
Society to the expense of sending these.” 


Page 241.—The name Mr. R. M. Gettis in the seventh, twelfth and fifteenth 
lines should read Mr. R. M. Geddes. “5 


Page 250.—Eighth line from bottom should read President Wolfe, instead of 
President Mackay. 


Page 255.—Fifteenth line from bottom of page should read: ‘‘ After roll call 
President Wolfe addressed the meeting as follows:” 


Page 258.—Twelfth line from top should read as follows: Hankin, New York 
City ; associate, Chas. F. Chase, Boston. 
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